Journal of the New England Water Works Association 
Contents 
Volume 116, No. 1 March 2002 


Page 


MEETING AN INCREASING DEMAND FOR POTABLE WATER WITHOUT 
By James L. Deming 


LOW-COST DIRECT FILTRATION FOR REMOVAL OF ARSENIC FROM DRINKING WATER 
USING MEDIA G2® - AN ALTERNATIVE TO ACTIVATED ALUMINA 
DISINFECTION AND TESTING OF WATER MAINS 
REMARKS BY GLADYS RODRIGUEZ-PARKER OF CONG. McGOVERN'S OFFICE 
FOR THE NEW ENGLAND WATER WORKS ASSOCIATION 
REMARKS BY LINDA MURPHY OF EPA TO NEW ENGLAND 
WATER WORKS ASSOCIATION 
NEWWA'S AWARD WINNING CONSUMER CONFIDENCE REPORTS 


LETTER TO THE EDITOR 


IN MEMORIAM, John C. Collins 


PROCEEDINGS 


NEWWA, Ansual Conference - 18-19, 37 
NEWWA Project 2000 Celebration & Meeting - November 16, 2001... cccceeceeceeeeeeeees 64 
Joint Association Meeting with NHWWA - January 17, 2002 0.0... eeeeeeeeteeeeeeeeeeseeeeesesenees 72 
REPORTS OF THE STANDARDS COUNCIL AND OPERATIONS & 


MEETING SCHEDULE 


INDEX TO ADVERTISERS Dla 

DIRECTORY OF SERViCE 


Journal of the New England Water Works Association 
Contents 
Volume 116, No. 1 March 2002 


Page 


MEETING AN INCREASING DEMAND FOR POTABLE WATER WITHOUT 
By James L. Deming 


LOW-COST DIRECT FILTRATION FOR REMOVAL OF ARSENIC FROM DRINKING WATER 
USING MEDIA G2® - AN ALTERNATIVE TO ACTIVATED ALUMINA 
DISINFECTION AND TESTING OF WATER MAINS 
REMARKS BY GLADYS RODRIGUEZ-PARKER OF CONG. McGOVERN'S OFFICE 
FOR THE NEW ENGLAND WATER WORKS ASSOCIATION 
REMARKS BY LINDA MURPHY OF EPA TO NEW ENGLAND 
WATER WORKS ASSOCIATION 
NEWWA'S AWARD WINNING CONSUMER CONFIDENCE REPORTS 


LETTER TO THE EDITOR 


IN MEMORIAM, John C. Collins 


PROCEEDINGS 


NEWWA, Ansual Conference - 18-19, 37 
NEWWA Project 2000 Celebration & Meeting - November 16, 2001... cccceeceeceeeeeeeees 64 
Joint Association Meeting with NHWWA - January 17, 2002 0.0... eeeeeeeeteeeeeeeeeeseeeeesesenees 72 
REPORTS OF THE STANDARDS COUNCIL AND OPERATIONS & 


MEETING SCHEDULE 


INDEX TO ADVERTISERS Dla 

DIRECTORY OF SERViCE 


Journal of the New England Water Works Association 
Contents 


Volume 116, No. 2 June 2002 


WATER RESOURCE CONFLICTS: INCREASING DEMAND AND 
DECREASING SUPPLIES 
By Nan Crossland 


INTERIM DEFINITION OF STRESSED BASINS IN MASSACHUSETTS 
By Victoria J. Garland 


HOW TO GET FROM SOURCE WATER ASSESSMENT TO SOURCE 
WATER PROTECTION 
By John M. Peckenham, Jeffrey McNelly, Andres Tolman, and Jon Ziegra 


PERFORMANCE EVALUATION OF THE WASTEWATER REUSE FACILITY 
FOR THE WRENTHAM VILLAGE PREMIUM OUTLET MALL 
By Philip G. Sudol 


RELINING VINYL LINED AC PIPE WITH RAPID-SETTING POLYMERIC LINING 
TO CONTROL PCE LEACHING 
By Douglas Gove, Peter Oram, and Daniel H. Mahoney, Jr. ............:cccesccssesseseeeseeseeeeseeseeseesees 129 


CONSTRUCTION MANAGEMENT: A CONTRACTOR'S VIEWPOINT 
By Ralph Dumke and Bill Alger 


REPORTS FROM THE AWWA RESEARCH FOUNDATION 

PROCEEDINGS 
Joint Meeting with Maine Water Utilities Association, February 11-12, 2002 
Association Meeting and Red Sox Outing, May 20, 2002 


GUIDELINES FOR THE PREPARATION OF PAPERS FOR PUBLICATION IN THE 
JOURNAL OF THE NEW ENGLAND WATER WORKS ASSOCIATION 


Page 
89 


Journal of the New England Water Works Association 
Contents 
Volume 116, No. 3 September 2002 


MWRA - UPDATE ON THE CORE COMPONENTS OF THE 1.7 BILLION DOLLAR 
INTEGRATED WATER SUPPLY IMPROVEMENT PROGRAM ..........cccccssssseeseeesseteeseeteeseseees 173 
By Michael J. McBride and Frank DePaola 


NARRAGANSETT'S (RI) KINNEY AVENUE WATER TANK MIXING SYSTEM 
By Michael Zavalia and Mike Duer 


By Andrew Reid 
ADVANCES IN OZONE DISINFECTION AID SMALLER PLANTS . 208 
By Ron Hidu 
INTEGRATED MANAGEMENT OF WATER, SEWER AND STORM 
By Dana Snow 
PROCEEDINGS 
JOINT REGIONAL OPERATIONS CONFERENCE & EXHIBITION, WORCESTER, MA, 
GUIDELINES FOR THE PREPARTION OF PAPERS FOR PUBLICATION IN THE 
JOURNAL OF THE NEW ENGLAND WATER WORKS ASSOCIATION .........:ssscsssssssssesesseseseseeeees 230 


Page 

: 

q 


Journal of the New England Water Works Association 
Contents 


Volume 116, No. 4 December 2002 


FEASIBILITY OF ULTRAFILTRATION FOR DBP AND T&O CONTROL 
By Larry Vandeventer, Scott Bonett, William Clunie & John Hiscock 


DESIGN AND CONSTRUCTION OF THE UPPER CAPE REGIONAL 
WATER SUPPLY PROJECT 
By Silvana Toneatti and Timothy Stinson 


HAWTHORNE HILLS TANK: PIPING SEISMIC RETROFIT PROJECT AND 
PIPE BURSTING 


By Kevin McDonnell and Collins Orton 


SCADA - YOUR UNDER-UTILIZED SECURITY ALLY 
By William Moclair 


REPORTS FROM THE AWWA RESEARCH FOUNDATION 
LETTER TO THE EDITOR 
IN MEMORIAM, William H. Mahoney 


PROCEEDINGS 
Annual Conference, September 23-25, 2002 
including Reports of the Treasurer, NEWWA Executive Director, Journal Editor, 
Planning Committee, Operations & Management Council 


NEWWA ORGANIZATION CHART 2002-2003 


ANNUAL INDEX 
MEETING SCHEDULE 
ON THE COVER 

INDEX TO ADVERTISERS 


Page 

GUIDELINES FOR AUTHORS AND ANNOUNCEMENT OF PEER REVIEW OPTION ........... 377 


